
Dr. Ivor W. Hughes 
Mr. Robert L. Kersey 
Dr. Preston H. Leake 
Dr. Murray Seiikus 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 

Gentlemen: 

Enclosed are the lastest FTC results. 

Sincerely, 


William L. Steele 

WLS/ps 

xc; Dr, W. B, Bennett 

Senator Earle..C. Clements 
Mr. W. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Frank Resnik 
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